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2.40 (a) l>‘) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS*. 

There are three veten narians employed by the facility, either full-time, or in a consulting capacity The attending 
veterinarian and the oilier veterinarians have expressed concerns about husbandry and medical issues, end lliose 
concerns had not received an appropriate response. The administrative staff confirms that the aultwlty of the 
attending veterinarian wag previously unclear, and is now taking steps to assure that Ihe attending veterinarian has 
the appropriate authority. 

Disagreements between diffenem branches of animal care slaff and management on issues such as water quality 
and mad cal procedures, can pul Ihie wall-being cl the animals al risk. The abending veterinarian must have the 
appropriate authority to ensure the provision of adequate veterinary care and te oversee Ihe adequacy of other 
aspects of animal care and use- The facility should continue to work and function in a cooperative manner in order to 
ensure the best care lor the animals. 

Corrected at the time a! inscecfian. 


3-101 (a) (3) 

FACILITIES. GENERAL 

The MRC enclosure where two dolphin calves died earlier this year, was inspected on 5/12/14. There were several 
areas where pa nt and 1 -or the underlying surface had peeled or cracked oFI. Also there were several places with rust 
slalns trailed down the wall Into the pool. These areas are accessible to the dolphins, and suggest that conlamlnants 
may be entering the water 

Exposure lo contam nanls could affect water quality, and be harmful to the animals. Alt surfaces In a primary 
enclosure mijsl be constructed oF durable, rontoxic materials that facilitate cleaning, and disinfection as appropriate, 
suflictenr lo maintain acceptable wafer quality. All surfaces must ba mairnlained in good repair as pan ol a regular, 
ongoing maintenance program 

An overall plan lo make repairs on marine mammal enclosures has bean reviewed, and ihe repairs are te be 
completed by February 26, 2&i 5, 
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3-106 {a) 

WATER QUALITY, 

There nave been two dolphin calves bom at ihis facility this year lootlh have died, and water quality appears to have 
played a role. The marine mammal water system sit this facility wag originally designed Id use a combination oF 
ozone and chlorine. Out lor several years now ll has teen relying entirely on chlorine to control the growth of 
unwanted organisms in the water, which is extremely unusual For a system of this size. Facility staff reported, and 
records revealed, recjrring problems with respiratory issues, eye problems, end lurigal inFeclions in the dolphins 
during recent years These problems correlate wish ihe difficulty In maintaining a healthy water environment when 
retying on chemicals akme. 

On 3/BS/14 an eleven day otd calf of ihe dolphin Ping <*ed from irau malic injuries in the MRC pool. Medical and water 
records showed that I here had been a spike in chlorine and ammonia at the lime that had resulted in all the dolphins 
w the poo behaving in an agitated and erratic manner, breaching, slapping the water, and squhling. This behavior 
mosl likely explains how ihe calf received the traumatic injuries that resulled in te death 

On 4. , ia.'14 a three month old calf el the dolphin Bella died item a respiratory infection. At the time of her b rth ll was 
discovered That her placenta had a fungal infection She appeared healthy For seme lima, bul died from a 
combination of a viral infection and severe bacterial pneumonia. Chlorine Spikes 0£rt result in Ihe tarmaliOrt Of 
aerosolized compounds that sd above the water, and are breathed by the dolphins, resulting in increased 
susceptibility to respiratory disease. Other major concerns wiih regards to contamination oF the water, and possible 
sources of tungal spores and bacteria: 1 .) There has been a large construction project going on next lo MRC tor 
several weeks during the time these dolphin calves were present. On 3/1 l/t4 medical records state h A large dust 
cJpud wenl over MRC From the construction site Ihis afternoon. The trainers complained qF burn rig eyes " 2.) A gur 
shads over an MRC pool clearly collects dust, dabris, and bird Tacos, and is situated so that rainfall would drain ihis 
malerial into the pool There was significant rgi nFai l at this location belween 3/25/1 4 and 4/1/14 

The etKlosurcs lor marine mammals shall not contain walcr which is dolnmentai lo ther health. These two dolphin 
call dealhs, and the chronic problems in other dolphins with respiratory problems, eye problems, and Fungal 
inlecl ons. ere related lo the water quality issues in the syslern used throughout 'tie Facility, and Ihe lailure lo 
recognize the risks associated with constructor! projects, water run-ofl, and other sources of stress and 
corntam nation. The administration has now recognized these problems, and is taking the appropriate steps lo rev'se 
Ihe water system and review policies impacting Ihe animals. 

The waler quality shall he maintained in a manner which is nnl detrimental to tFie health of the animals From this time 
lorward. 
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This inspection was focused on the MAC pool where two dolphin deaths occurred this year, It involved on-site 
inspections, record reviews, and interviews between 5/12/14 and 6/30/1 4. 

An e*i1 interview was conducted with facility representatives 
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